


BURROUGHS NIXIE INDICATOR TUBES 

AII-Electronic-ln-Line 




MINIATURE SIZE 



1000- 

4999 

TYPES 


1-99 

100-499 

500-999 

B-4081 

Wide Angle (0-9) 

21.00 

18.00 

15.00 

13.25 

7977 

(BD-4032) Ultra Long Life (0-9) 

33.00 

28.00 

24.00 

20.00 

7009 

(BD-200-S) Regular (0-9) 

19.00 

17.00 

15.00 

13.25 

B-4021 

(BD-244) Low Voltage (0-9) 

33.00 

28.00 

24.00 

20.00 

B-4031 

Ultra Long Life ( ± ) 

33.00 

28.00 

24.00 

20.00 

B-4022 

(BD-255) Regular (±) 

19.00 

17.00 

15.00 

13.25 

B-4026 

Low Voltage ( ± ) 

33.00 

28.00 

24.00 

20.00 

Special combinations of alphabet and numerical characters available to order. 






STANDARD SIZE 



1000- 

TYPES 


1-99 

100-499 

500-999 

4999 

B-5991 

Ultra Long-Life— Rectangular (0-9) 

19.30 

17.80 

16.20 

14.50 

B-5092 

Ultra Long Life— Wide Angle (0-9) 

15.75 

14.50 

13.20 

11.80 

8037 

(B-5031 ) Ultra Long Life (0-9) 

15.75 

14.50 

13.20 

1 1.80 

6844-A 

Regular (0-9) 

11.00 

9.70 

8.80 

8.00 

B-5032 

Ultra Long Life ( ± ) 

15.75 

14.50 

13.20 

11.80 

B-5091 1 

Ultra Long Life Wide Angle ( ± ) 

15.75 

14.50 

13.20 

11.80 

B-5016 

(BD-214) Regular (±) 

1 1.00 

9.70 

8.80 

8.00 

B-50322 

(A to K less 1) Ultra Long Life 

49.00 

35.00 

21.00 

18.90 

B-5035 

(L to X less O, Q, U) Ultra Long Life 

49.00 

35.00 

21.00 

18.90 

Special combinations of alphabet and numerical characters available to order. 






SUPER SIZE 



1000- 

TYPES 


1-99 

1 00-499 

500-999 

4999 

B-6091 

Ultra Long Life— Wide Angle (0-9) 

20.00 

17.00 

15.00 

13.25 

B-6033 

Ultra Long Life (0-9) 

20.00 

17.00 

15.00 

13.25 

7153 

(BD-206) Regular (0-9) 

14.50 

12.25 

10.40 

9.25 

B-6034 

Ultra Long Life ( ± ) 

20.00 

17.00 

15.00 

13.25 

B-6012 

Regular (±) 

14.50 

12.25 

10.40 

9.25 

Special combination of alphabet and numerical characters available to order. 






LARGE SIZE 



1000- 

TYPE 


1-99 

100-499 

500-999 

4999 

B-8091 

Ultra Long Life— Wide Angle (0-9) 

30.00 

25.00 

22.00 

19.00 

Special combination of alphabet and numerical characters available to order. 






JUMBO SIZE 



1000- 

TYPES 


1-99 

1 00-499 

500-999 

4999 

B-7094 

Ultra Long Life— Wide Angle (0-9) 

45.00 

40.00 

35.00 

30.00 

Special combinations of alphabet and numerical characters available to order. 





PIXIE POSITION INDICATOR TUBES 

5.00 (quantity prices on request ) 



TRIXIE DRIVER MODULES 


GERMANIUM TRANSISTOR TYPES 
TR-40 for Miniature Tubes 

TR-59 for Regular and Super Tubes (Welded Contruction) 
TR-57 for Regular and Super Tubes 

SILICON TRANSISTOR TYPES 

TR-41 for Miniature Tubes 
TR-58 for Regular and Super Tubes 

TRIXIE ACCESSORIES 
Receptacle for use with all except TR-59 
SR- 104 


1-99 

100-499 

500-999 

1000+ 

30.00 

27.50 

26.00 

25.00 

40.00 

37.50 

36.00 

35.00 

30.00 

27.50 

26.00 

25.00 

40.00 

37.00 

35.00 

33.00 

40.00 

37.00 

35.00 

33.00 

3.00 

2.50 

2.00 

1.70 




INDICATOR TUBE SOCKETS 






For Miniature Tubes 
SK-116A 

SK-1 1 8A— SK-1 1 6A without saddle 
SK-1 19A— SK-1 16A with saddle reversed 
For Standard or Super Tubes 
SK-1 06 
SK-1 12 

SK-1 36— for Rectangular Standard Tubes only 

SK-1 09— printed circuit 

SK-1 20— commercial grade (SK-1 12) 

SK-1 24— SK-1 12 without saddle 
SK-1 28— commercial grade (SK-1 06) 

SK-1 25— standoff printed circuit 
SK-1 30— SK-1 25 with saddle 
For Large Tubes and Wide Angle Jumbo Tubes 
SK-1 37 

For Other Jumbo Tubes 
SK-1 1 7 

For Pixie Tubes 
SK-1 1 1 


V- 


7 < v-.. 


PIN STRAIGHTENERS 
LS-208— for Miniature Tubes 
LS-202— for Standard and Super Tubes 
LS-203— for Pixie Tubes 
LS-209— for Large and Jumbo Tubes 
LS-210— for Rectangular Standard Tubes 

WIRING PLUGS 
JF-237— for Standard and Super Size Nixie Tubes 


1 2.00 ea. 
9.50 ea. 
9.50 ea. 
1 2.00 ea. 

9.50 ea. 

3.50 ea. 


SPHERICULAR OPTIC DISPLAYS 

SD-1 2-W-1000— 0-9, with decimal point 

NOTE: Specify lamp type when ordering unit. Lamps are included in unit price. 

SPARE LAMPS FOR SD-1 2 DISPLAY 
L-6— 6V operation 
L-14— 14V operation 
L-28— 28V operation 

PRICES SUBJECT TO CHANGE WITHOUT NOTICE. MINIMUM ORDER $10.00. ALL PRICES F.O.B. PLAINFIELD, N. J. NET 30 DAYS. 


1000 - 


1-99 

1 00-499 

500-999 

4999 

1.00 

.85 

.75 

.65 

1.00 

.85 

.75 

.65 

1.00 

.85 

.75 

.65 

1.10 

.90 

.75 

.60 

1.10 

.90 

.75 

.60 

1.10 

.90 

.75 

.60 

1.10 

.90 

.75 

.60 

.75 

.50 

.40 

.30 

1.10 

.90 

.75 

.60 

.75 

.50 

.40 

.30 

1.50 

1.00 

.80 

.60 

1.50 

1.00 

.80 

.60 

1.50 

1.25 

1.15 

1.00 

1.00 

.85 

.75 

.65 

1.50 

(quantities on 

request) 



VC 12/170-1— for 12V operation 

VC 28/170-1— for 28V operation 

DC/DC CONVERTERS 

1-9 

48.50 

48.50 

10-99 

45.50 

45.50 

1 00-499 

42.50 

42.50 

TUBE ACCESSORIES 


1-99 

1 00-499 

500-999 

1000 + 

18.00 

16.50 

15.20 

13.90 

1-999 

1000 + 



.45 

.39 



.45 

.39 



.45 

.39 






W A R R A 

Ultra Long Life NIXIE Indicator tubes are warranted to be free from defects 
caused by materials, workmanship, and construction for a period of one year 
from the date of shipment. All other readouts are warranted to be free from 
defects caused by materials, workmanship, and construction for a period of 
ninety days from the date of shipment. Burroughs Corporation’s Liability un- 
der this warranty is limited to replacing or repairing any tube returned by 
the buyer during such period, provided: 

1 . Buyer promptly notifies Burroughs Corp., Electronic Components Division, 
Plainfield, New Jersey in writing requesting authorization to return the 
tube as per our warranty policy. Letters should itemize complaints. 

v.-: ' £ '»■. * .■ \ 

- CONTRIBUTION 


N T Y 

2. The defective unit is returned to address in (1 ), transportation charges 
prepaid. 


ELECTRONIC 


3. Manufacturer’s examination shall disclose to its satisfaction that defects 
have not been caused by misuse, neglect, accident or improper in- 
stallation. 

Under no conditions shall Burroughs Corp. be liable for collateral or con- 
sequential damages. This warranty is in lieu of all other warranties expressed 
or implied. ; - 

' /' V ' ‘ . 

S B~ Y T ; . . 


Burroughs Corporation 


REPRESENTED BY 


ELECTRON 1C 


0 

C O M P O N 


ENTS 


DIVISION 


PLAINFIELD, NEW JERSEY 


